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and is always done; while I am sure I never saw it before, and several of my customers agree with me, one lady declaring it to have been an accident. Will you kindly set us right ?"
"Certainly/' heartily replied Mr. Smith; "your wife is quite right, the cat scene is always done. It is a great favourite with Miss Morris, and she hauls that cat all over the country with her, ugly as he is, just because he's such a good actor."a sick woman.
